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Lo alt whom it may concerk. 

Be it known that I, Guquietmo MARconti, 
electrician, a subject of the King of Italy, re- 
siding at 28 Mark Lane, in the city of London, 
England, have invented certain new and use- 
ful Apparatus Employed in Wireless Telegra- 


phy, of which the followin g is a specification. 


In the specification of aformer patent, dated 
the 13th day of July, 1897, No. 586,193, an.ar- 
rangement is described in which the trans- 


mitter consisted of a sparking appliance hav-- 


ing one terminal connected to an insulated 
conductor in the air and the other terminal 


. . to earth, while the receiver cotitained a sen- 
15 


sitive tube or sensitive imperfect contact hay- 


. ing one end connected toa similar conductor 
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and theotherendtoearth. Itisfound thatthe 
aerial conductor sometimes becomes charged 
with atmospheric electricity, and when the 
same conductor is used both for transmitting 
and receiving this electricity discharges 
through the operator when he shifts the con- 
ductor from. the transmitter to the receiver 
or through the imperfect contact when the 
conductor is shifted from one instrument to 
the other, and this is liable to give a shock to 
the operator or to injure the im perfect con- 
tact. , 

The object of this invention is to remove 
this inconvenience and also to render it im- 
possible for the operator to accidentally op- 
erate his transmitter, and thereby cause a 
Spark when the aerial conductor at his sta- 
tion is connected to the receiver, which might 
injure the imperfect contact. ; 

According to this invention the aerial con- 


- duetor is permanently connected to one ter- 
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minal of the sparking appliance, and there- 
fore if a Ruhmkorff coil or transformer is 
used the aerial conductor will be connected 


‘to-earth through its secondary winding, thus: 


preventing the accumulation of atmospheric 


electricity in it, while it is found that the elec- 
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trical. oscillations falling upon it from -the 
transmitter of the correspondent station can- 
not readily traverse the convolutions of the 
coil, but prefer to pass to earth through the 
receiver. when the said aerial wire is con- 
nected toit. The signals are sent, as before, 
by means of a Morse key in a local-battery 


| 


circuit through the primary of the Ruhmkorft 
coil or transformer. 

According to this invention the arm of the 
key is prolonged beyond its pivot and-carries 
an insulated terminal which is permanently 
connected tothe terminal of the sparking ap- 
pliance, and thérefore to the aerial conduc- 
tor. Below this terminal there is on the base 
of the instrument the terminal of the receiver. 


The arm is so arranged that immediately it. 


is released by the operator after sending a 
message it turns about on its pivot, bringing 
the above-mentioned conductors together, 
thus connecting the receiver to the aerial con- 
ductor. 

The drawing is a diagram of a combined 


55 


transmitting and receiving station arranged _ 


in accordance with this invention. 

The letters, so far as they are applicable, 
are the same as those employed in the former 
specification, + 

a is a battery, and 0 an ordinary Morse key 
closing the circuit through the primary of a 


Ruhmkorff coil c, the terminals‘of the seo- 


ondary being connected to nietallic balls e. 
The aerial conductor v% is permanently con- 


| nected to one of thé balls e, the other being 


‘States patent, No. 624,516. L ) 
can also be applied to receivers described in. 


connected toearth E. The keyt has two con- 
tacts 6’ b?, insulated from each other. The 
diagram shows the key in the position fot 
sending, the contact b' touching the contact 
b* and closing the circuit of the battery a 


through the primary of the induction-coil c. 


Immediately the key is released by the oper- 
ator its longer arm falls by its own weight, 
the contact * descending onto the contact 6°, 


wire M. 


which is connected to the receiver R by the” 


It is found advantageous to insert an im- | 


pedance-coil d between the terminal of the in- 
duction-coil used for sending and the sphere, 
which is connected to the aerial conductor. 
The receiver R is inclosed in a:box R’; of 
conducting material, and may be such and so 
connected asis described in my former United 
The invention 


the specification of the patent dated the 13th 


day of July, 1897, No. 586,1938.. The means: 
_I00 


adopted for protecting the receiver are pref- 
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circuit with the primary, an aerial conductor 
connected to one terminal of the secondary, 
-a capacity connected to the other terminal, a — 
receiver, two fixed contacts one connected to 
one terminal of the primary and the other to 
the receiver, a pivoted arm and two contacts 
onthe arm insulated from éach other and Op- 
posite the fixed contacts one being connected 
to the other terminal of the primary and the 
| other to that terminal of the secondary which 
is connected to the aerial conductor. 

4. The combination of the primary and sec- 
ondary of a sparking appliance, a battery in 
circuit with the primary, an aerial conductor 
connected to one terminal of the secondary, 
an earth connection. connected to the other 
terminal, a receiver, two fixed contacts one 
‘connected to one terminal of the primary and 
the other to the receiver, a pivoted arin and 
two contacts on the arm insulated from each 
‘other and opposite the fixed contacts oné be- 
ing connected to the other terminal of the 
primary and the other to that terniinal of the 
‘secondary which is connected to the aerial con- 
ductor. - Site 


erably those described in the specification of ’ 
the patent dated the 27th day of June, 1899, 
No. 627,650. The. wire connecting the re- 
. eeiver to the terminal on the base of the key 
should preferably be inclosed in a metal tube 
N to protect it from ‘the oscillations of the 
Total transmitter, and the tube N should be 
electrically connected to the box R’. . This 
invention is also applicable if the earth con- 
nection is substituted by a capacity area. In 
this case the capacities of the transmitter and 
receiver should preferably be connected to- 
gether. | ee 
— Ledlaim— , . 
15 1. The combination of the primary and sec- 
ondary of asparking appliance, a battery and 
key in circuit with the primary, an aerial con- 
ductor connected to one terminal of the sec- 
-. ondary, a teceiver, means for connecting the 
ao said terminal to the receiver and a capacity 
- @onneeted to the other terminal. - 
2... The combination of the primary and sec- 
ondary of a‘ sparking appliance, 4 battery and 
key in circuit with the primary, an aeria! con- 
.. 2g ductor connected to one terminal of the sec- 
- ” ondary, a receiver, means for connecting the 
said terminal to the receiver and an earth 
cotinectidn ‘connected to the other terminal. 
“85 The combination of the primary and sec- 


3o ondaty of a sparking appliance, a battery in 
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